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BILL NO. R-72-12-42 


RESOLUTION NO. 



RESOLUTION CONCERNING CONSTRUCTION IN 
AREAS OF THE CITY IN WHICH THERE IS 
DANGER OF FLOODING 


WHEREAS,, the City of Fort Wayne,, Indiana,, has heretofore adopted 
Chapter 37 of the Municipal Code of the City of Fort Wayne? and, 

WHEREAS, Section 53, Chapter 37 of the Municipal Code of the 

City of Fort Wayne as adopted by the City of Fort Wayne states? 

No work pertaining to the erection, alteration 
or repairing of a building or structure shall 
be commenced or proceeded with until the said 
plans and specifications have been approved 
by the Building Commissioner and the permit there¬ 
on issued. 

WHEREAS, the Building Commissioner must examine all plans and 
specifications for the proposed construction when application is 
made to him for a building permit? and, 

WHEREAS, the Common Council of the City of Fort Wayne is aware 
that the City of Fort Wayne does have special flood hazards? and, 

WHEREAS, Chapter 28(a) of the Municipal Code of the City of 
Fort Wayne sets forth and establishes subdivision regulations 
within the City of Fort Wayne, wherein the City Planning Commission 
and the Board of Public Works shall review all subdivision plans 
and plots when any area is proposed to be subdivided within the City 
of Fort Wayne and its two (2) mile jurisdictional area? 

NOW THEREFORE, BE IT RESOLVED BY THE COMMON COUNCIL OF THE CITY 
OF FORT WAYNE, AS FOLLOWS? 

1. That the Building Commissioner for the City of Fort Wayne, 
when reviewing applications for building permits, including 
the plans and specifications for the proposed construction, 
will review all building permit applications to determine if 
the proposed construction is consistent with the need to 
minimize flood damage. 

2. That the Building Commissioner shall review all building 
permit applications to determine if the site of the proposed 
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construction is reasonably safe from flooding shall make 
recommendations for construction in all locations which have 
flood hazards. 

3. That the Building Commissioner, in his review of all applications 
for construction in flood hazard locations within the City of 
Fort Wayne, shall require the applicant to provide, in his 
plans and specifications, the followings 


a. Construction so as to prevent the flotation, 
collapse or lateral movement of the structure 
or portions of the structure due to flooding. 

b. The use of construction materials and utility 
equipment that are resistant to flood damage. 

c. The utilization of construction methods and 
practices that will minimize flood damage. 

d. Provision for adequate drainage in order to reduce 
exposure to flood hazards. 

e. Location of public utilities and facilities on 
the site in such a manner as to be elvated and 
so constructed to minimize or eliminate flood 
damage, such utilities and facilities to include 
sewer, gas, electrical and water systems. 


4- Be It Further Resolved that the Planning Commission of the 
City of Fort Wayne of Public Works, in their reviewing of 
all subdivision applications, shall make findings of fact 
and determine if; 


a. All such proposed developments are consistent 
with the need to minimize flood damage. 

b. Adequate drainage is provided so as to reduce 
exposure to flood hazards. 

c. Adequate drainage is provided so as not to in¬ 
crease to exposure to flood hazards of adjacent 
lands. 

d. All public utilities and facilities are located, 
elevated and constructed §o as to minimize or 
eliminate flood damage, these utilities and 
facilities to include sewer, gas, electrical 
and water systems. 
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Bill No. R-72-12-42 _ 

REPORT OF THE COMMITTER ON REGULATIONS __ 

We s your Committee on Regulations __ to whom was referred an Ordinance 

RESOLUTION CONCERNING CONSTRUCTION IN AREAS OF THE CITY 

IN WHICH THERE IS DANGER OF FLOODING 

/ 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance 2-A PASS. 

John Nuckols - Chairman 


Vivian G. Schmidt - Vice-Chairman 
Wiliam T. Hinga 


Paul M. Burns 


Donald J. Schmidt 



DATE 




CONCURRED !N 


CHARLES W. WESTERMAN, CITY GLERK 
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RESOLUTION CONCERNING CONSTRUCTION IN AREAS 
OF THE CITY IN WHICH THERE IS DANGER OF FLOODING 


WHEREAS, the City of Fort Wayne, Indiana, has heretofore adopted 
Chapter 37 of the Municipal Code of the City of Fort Wayne; and, 

WHEREAS, Section 53, Chapter 37 of the Municipal Code of the City 
of Fort Wayne as adopted by the City of Fort Wayne states: 


No work pertaining to the erection, alteration or repairing 
of a building or structure shall be commenced or proceeded 
with until the said plans and specifications have been 
approved by the Building Commissioner and the permit thereon 
issued. 


WHEREAS, the Building Commissioner must examine all plans and 
specifications for the proposed construction when application is made 
to h i m for a bui ; and, 



WHEREAS, the -€igfcf Counci I of the City of Fort Wayne is aware that 
the City of Fort Wayne does have special flood hazards; and, 

WHEREAS, Chapter 28(a) of the Municipal Code of the City of Fort 
Wayne set^orth and estab I isheqTsubdi vi s ion regulations within the Cit' 
of Fort Wayne, wherein the City Planning Commission and the Board of 
Public Works shall review all subdivision plans and plots when any 
area is proposed to be subdivided within the City of Fort Wayne and 
its two (2) mile jurisdictional area; 



NOW THEREFORE, BE IT RESOLVED by the JHfc Counci I of the City 
of Fort Wayne, as follows: 

1. That the Building Commissioner for the City of Fort Wayne, 
when reviewing applications for building permits, including 
the plans and specifications for the proposed construction, 
will review all building permit applications to determine if 
the proposed construction is consistent with the need to 
minimize flood damage. 

2. That the Building Commissioner shall review all building 
permit applications to determine if the site o f t be propose d 
construction is reasonably safe from flooding atSsSS'make 
recommendations for construction in all locations which have 
flood hazards. 

3. That the Building Commissioner, in his review of all applications 
for construction in flood hazard locations within the City of 
Fort Wayne, shall require the applicant to provide, in his 
plans and specifications, the following: 


4 

< 

a. Construction so as to prevent the flotation, collapse 
or lateral movement of the structure or portions of the 
structure due to flooding. 


b. The use of construction materials and uti 
that are resistant to flood damage. 


ity equipment 


4. 


a> 


c. The utilization of construction methods and practices 
that wi I I minimize flood damage. 

. r “ V-.er-i. J 

d. TTr'TnT’nurrlr adequate drainage in order to reduce exposure 
to flood hazards. 

’f 

e. T-'iTlUniriHiliT- pubric utilities and facilities on the site in 
such a manner as to be elevated and^constructed to minimize 
or eliminate flood damage, such utilities and facilities 

sewer, qas, electrical and water systems. 


^ _ ft-*?’ 

4=A& further 'Resolved that the P 
of Pub I i c Works, in their re viewing of al 
applications, shall make findings of fact 


A |v 

an Tiommi ssion ;,j and the Board 
subdivision 
and determine i f^ 


a. AM such proposed developments are consistent with the 
need to minimize flood damage. 

b. Adequate drainage is provided so as to reduce exposure 
to flood hazards. 

c. Adequate drainage is provided so as not to increase the 
exposure to flood hazards of adjacent lands. 

d. AM public utilities and facilities are located, elevated 
and constructed so as to minimize or eliminate flood damage, 
these utilities and facilities to include sewer, gas, 
electrical and water systems. 
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BE IT RESOLVED by the 




Council of the City of Fort Wayne, 


t?L*j 



ndiana, in accordance with the Resolution making 

said City will he reforth, bee inning .£ 

ow.:l.,nq- • v r 


/&>' 



j ^ *• *" 111 

building permits for al 


f Tt; ■ f" T 


CI ) * | Req u i re 
improvements in 

.. / y 

(2) Review all building permit applications for 
substantial improvements to determine whether proposed 
reasonably safe from flooding. If a proposed building 
that has a flood hazard, any proposed new construction 
(including prefabricated and mobile homes) must (i) be 
and anchored to prevent flotation, collapse, or latera 
structure, (ii) use construction materials and utility 
resistant to flood damage, and (iii) use construction 
that will minimize flood damage; 


proposed construction or other 


new construction or 
building sites will be 
site is in a location 
or substantial improvement 
designed (or modified) 
movement of the 
equipment that are 
methods and practices 


(3) Review subdivision proposals and other proposed new developments to 
assure that (i) all such proposals are consistent with the need to minimize 
flood damage, (ii) all public utilities and facilities, such as sewer, gas, 
electrical, and water systems are located, elevated, and constructed to minimize 
or eliminate flood damage, and (iii) adequate drainage is provided so as to reduce 
exposure to flood hazards; and 

(4) Require new or replacement water supply systems and/or sanitary sewage 
systems to be designed to minimize or eliminate infiltration of flood waters 
into the systems and discharges from the systems into flood waters, and require 
onsite waste disposal systems to be located so as to avoid impairment of them 
or contamination from them during flooding. 

BE IT FURTHER RESOLVED that a certified copy of this Resolution be trans¬ 
mitted to the Department of Housing and Urban Development. 
















City Cleric Memorandum 

CHARLES W. WESTERMAN, Clerk 


To. 


Bill Gentaer...JJjgb.an=A££aira. 


Dat e January 23 f 1973 


From_ Charles ¥. West.erm aru.„ G i ty _Clark. 


Subject Flood Plain Insurance Ordinances 


COPIES TO: 


RE; BILL NO. R-72-12-42 & R-72-12-43 

BILL NO. R-72-12-42 
Resolution concerning construction 
in areas of the City in which there 
• is danger of flooding. 


Bill No. R-72-12-43 


Application for flood insurance 


Your appearance is requested on January 23, 1973, at 
7;00 o'clock P.M.,E.S.T., Room 124, by the members of the 
Common Council and the Standing Committee of Regulations 
in regard to the above bill. 


Re spec tftilly yours 



Charles ¥. Westerman 
City Clerk 
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DIGEST SHEET 

RESOLUTION RESOLUTION CONCERNING CONSTRUCTION IN AREAS OF THE CITY 

TITLE OF in which there is danger of flooding 


DEPARTMENT REQUESTING ORDINANCE _ COUNCILMAN EUGENE KRAUS 

RESOLUTION 

SYNOPSIS OF ORDINALGE_____ 

This resolution pertains to the sale of flood insurance at subsidized rates to those 


people whose homes are located in areas prone to flood. 


This resolution will eventually lead to the adoption of a Flood Plain Ordinance 


EFFECT OF PASSAGE 


EFFECT OF NON-PASSAGE 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) 


ASSIGNED TO COMMITTEE (J.N.) 









































ORpINAIC-E- CHECK-OFF SHEET 


THFORMATION REGAEtDIEG QRBIM1GE ' ' “ ’ CONTENTS OF ORDINANCE 











































































































































































